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SUBJECT: US-JAPAN COOPERATIVE MEDICAL SCIENCE COMMITTEE: SCHEDULE 
FOR MEETING AUGUST 7-9, 1974 

REF: (A) STATE 140194, (B) TOKYO A-459 

1. MINISTRY OF HEALTH AND WELFARE OFFICIAL GAVE EMBOFF COPY 
OF DRAFT SCHEDULE JULY 12. SCHEDULE IS BASED ON THAT OF 
PREVIOUS MEETINGS AND SEEMS GENERALLY SATISFACTORY. EMBASSY 
WONDERS IF PAST EXPERIENCE HAS SHOWN THAT 1055-1 1 10 TIME 

SLOT FOR PRESS CONFERENCE AND THREE OTHER ITEMS ON AUGUST 
8 WILL BE SUFFICIENT. REFAIR FORWARDS COPIES OF ENGLISH- 
LANGUAGE DRAFTS OF JAPANESE CHAIRMAN'S REPORTS ON SEVEN 
CATEGORICAL PANELS. 

2. SCHEDULE FOLLOWS: 

PROPOSED SCHEDULE OF ACTIVITIES 
TENTH MEETING 

OF THE U.S. -JAPAN COOPERATIVE 
MEDICAL SCIENCE COMMITTEE 
CONFERENCE ROOM NO. 751, 7TH FLOOR, 

MINISTRY OF FOREIGN AFFAIRS 
AUGUST 8 - 9, 1974 

SUNDAY, AUGUST 4 THROUGH WEDNESDAY, AUGUST 7 

U.S. -JAPAN JOINT PANEL CONFERENCES ON VIRAL DISEASES AND ON 

ENVIRONMENTAL MUTAGENESIS AND CARCINOGENESIS WILL BOTH BE HELD AT THE 
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"KEIDANREN KAIKAN" BULDING, OHTEMACHI, TOKYO. 

WEDNESDAY. AUGUST 7 
1500-1700 

THE JOINT SUBCOMMITTEE FOR PROGRAM REVIEW AND PLANNING WILL MEET IN 
CONFERENCE ROOM 667, 6TH FLOOR 

THURSDAY, AUGUST 8 

MEETING OF THE JOINT COMMITTEE 

1000-1030 OPENING SESSION 

1. OPENING AND WELCOMING REMARKS BY DR. TOSHIO KUROKAWA, CHAIRMAN 
OF THE JAPANESE DELEGATION 

2. REMARKS BY A REPRESENTATIVE OF THE JAPANESE GOVERNMENT 

3. REMARKS BY A REPRESENTATIVE OF THE UNITED STATES GOVERNMENT 

4. REMARKS BY DR. IVAN L. BENNETT, JR, CHAIRMAN OF THE UNITED STATES 
DELEGATION 

5. INTRODUCTION OF THE MEMBERS OF THE DELEGATIONS 

A. JAPANESE DELEGATION 

B. UNITED STATES DELEGATION 

1030-1040 ROTATION OF CMAIRMAN (AGENDA ITEM I) 

(THE FOREGOING SHALL BE OPEN TO THE PUBLIC) 

1040-1055 COFFEE BREAK 

1055-11 10 PROCEDURAL MATTERS (AGENDA ITEM II) 

1. ADOPTION OF PROPOSED AGENDA 

2. ATTENDANCE 

3. PREPARATION FOR THE REPORT OF THE MEETING AND THE JOINT 
COMMUNIQUE (DESIGNATION OF THE DRAFTING COMMITTEE MEMBERS) 
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4. PRESS CONFERENCE 

1 1 10-1210 REPORTS BY PANEL CHAIGMEN AND DISCUSSION 
(AGENDA ITEM III) 

1. PANEL ON ENVIRONMENTAL MUTAGENESIS AND CARCINOGENESIS 
A. JAPANESE PANEL 1110-1125 
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B. UNITED STATES PANEL 1125-1140 

2. VIRAL DISEASES PANEL 

A. UNITED ST ATAS PANEL 1140-1155 

B. JAPANESE PANEL 1TTAQWQP 

1210-1330 LUNCH 

1330-1450 REPORTS BY PANEL CHAIRMEN AND DISCUSSION (CONT) 

3. MALNUTRITION PANEL 

A. JAPANESE PANEL 1330-1340 

B. UNITED STATES PANEL 1340-1350 

4. CHOLERA PANEL 

A. UNITED STATES PANEL 1350-1400 

B. JAPANESE PANEL 1400-1410 

5. TUBERCULOSIS PANEL 

A. JAPANESE PANEL 1410-1420 

B. UNITED STATES PANEL 1420-1430 

6. LEPROSY PANEL 

A. UNITED STATES PANEL 1430-1440 

B. JAPANESE PANEL 1440-1450 

1450-1505 COFFEE BREAK 
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7. PARASITIC DISEASES 

A. JAPANESE PANEL 1505-1515 

B. UNITED STATES PANEL 1515-1525 

1525-1540 SECOND FIVE YEAR REPORT (AGENDA ITEM IV) 

1540-1625 REPORT BY THE SUBCOMMITTEE ON PROGRAM 
REVIEW AND PLANNING (AGENDA ITEM V) 

1. PANEL CONTENT AND REVIEW 

A. SCIENTIFIC GUIBELINE CHANGES 

B. CRITERIA AND FORMAT FOR REVIEW 
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2. CURRENT PANEL REVIEW 

A. MALNUTRITION PANEL 

B. VIRAL DISEASES PANEL 

3. NEW PROGRAM AREAS 

1625-1710 EXECUTIVE SESSION (AGENDA ITEM VI) 

1. DECISIONS AND RECOMMENDATIONS REGARDING THE MALMUTRITION AND 
VIRAL DISEASES PANEL REVIEWS 

2. ESTABLISHMENT OF NEW ACTIVITIES 

3. POSSIBLE AREAS TO BE GIVEN FURTHER STUDY AT THENNEXT 
SUBCOMMITTEE MEETING 

4. PANEL ACTIVITIES TO BE REVIEWED AT FUTURE MEETINGS. 

5. OTHER 

(ABOUT 1900-2030) RECEPTION BY THE EMBASSY OF THE UNITED STATES 
OF AMERICA 

2030- DRAFTING COMMITTEE MEETING ATNCONFERENCE 
ROOM 667, 6TH FLOOC, MINISTRY OF FOREIGN AFFAIRS 
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FRIDAY, AUGUST 9 

1000-1100 EXECUTIVE SESSION (AGENDA ITEM VI, CONT'D) 
1100-1115 BREAK 

1 1 15-1130 PREPARATION FOR NEXT MEETING (AGENDA ITEM VII) 

1. JOINT COMMITTEE MEETING 

2. ANTECEDENT PANEL MEETINGS: 

LEPROSY AND PARASITIC DISEASES 

1130-1200 ADOPTION OF REPORT AND COMMUNIQUE 
(AGENDA ITEM VIII) 

1200-1215 CLOSING SESSION 

1. REMARKS BY DR. IVAN L. BENNETT, JR. 

2. REMARKS BY DR. TOSHIO KUROKAWA 
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1900-2030 BUFFET RECEPTION AT IIKURA HOUSE HOSTED BY THE 
DIRECTOR-GENERAL OF THE AMERICAN AFFAIRS BUREAU, MINISTRY OF FOREIGN 
AFFAIRS AND MRS. TOSHIO YAMAZAKI. 

(BY INVITATION ONLY) 

3. PLANS FOR US HOSTED SOCIAL EVENT WILL BE DEVELOPED AFTER 
CONSULTATION WITH AMBASSADOR. 

SHOESMITH 


UNCLASSIFIED 
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